ERRATA
PAGE 8, the letter to Lady Louisa Lennox should be No. 1. instead of 1182*; and the same correction should b& made i note ia ool. 2.
PAGE 47,1. 9, for 2606* read 2606** and the same in note.ss MAUY.
